UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CASE NO. 

WJToTT 

OFFICIAL WARNING 

VIOLATION OF FEDERAL REGULATIONS 

VIOLATOR 

Edna Hanegan 

71-A-1030 (cancelled)/ 29184 

ADDRESS (Street, City, State, Zip Code) 

3807 Stromley Court 

Greenwood, AR 72936 


The Department of Agriculture has evidence that on or about April 5, 201 1 , November 3, 2010 & 
December 1, 2009 you or your organization committed the following violation of Federal Regulations: 


Section 


3.4 (b)(3) Outdoor Housing Facilities... .repeated failure to provide wind/rain breaks at entrances to 
primary enclosures 

3.6 (c)(l)(i) Primary Enclosures... .repeated failure to provide sufficient floor space so the primary enclosures 
meet the minimum requirements 


Titles 7 & 9 Code of Federal Regulations were promulgated to help prevent the spread of animal and plant pests and diseases and assure 
the humane treatment of animals. Since vio lations of the regulations can have serious and costly impact detrimental to the public interest, 
you are warned of this violation. Any further violation of these regulations may result in the assessment of a civil penalty or criminal 
prosecution. If you have any questions concerning this warning or violation, please contact the listed APHIS Official. 


APHIS OFFICIAL (Name and Tide) 

OFFICE ADORESS: 

Robert M. Gibbens, Director 

2150 Centre Ave. Building B. MS3W11 

Fort Collins, CO 80526 
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